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Entity Name : 

YouHealth Oncotech Limited 

Jurisdiction : 

Cayman Islands 

Registration Number : 

312777 

Registration Date : 

23rd June 2016 

Entity Type : 

EXEMPT 

Registered Office : 

OSIRIS INTERNATIONAL CAYMAN LIMITED 

P. 0. Box 32311 

Suite #4-210 

Governors Square 

23 LimeTree Bay Avenue 

KYI-1209 

Cayman Islands 

Status : 

ACTIVE 

Status Date : 

23rd June 2016 


- INFORMATION REGARDING THE CORPORATE RECORDS AND REGISTERS ARE 
NOT AVAILABLE FOR PUBLIC INSPECTION 

- THIS REPORT DOES NOT CONFIRM THE ENTITY IS IN GOOD STANDING 
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